INDEX FOR VOLUME 92 


INTRODUCTION 


This index follows the format of the cumulative indices which 
were published as volume 91 (winter 1981) and as volume 81 (sum- 
mer 1978) of the Military Law Review. Those indices are sup- 
plemented in this and succeeding volumes. 


The purpose of one-volume indices is threefold. First, the subject- 
matter headings under which writings are classifiable are iden- 
tified. Readers can then easily go to other one-volume indices in 
this series, or to the cumulative indices, and discover what else has 
been published under the same headings. Second, new subject- 
matter headings are most easily added, volume by volume, as the 
need for them arises. Third, the volume indices are a means of star- 
ting the collection and organization of the entries which will even- 
tually be used in other cumulative indices in the future. This will 
save much time and effort in the long term. 


This index is organized in four parts, of which this introduction is 
the first. Part II, below, is a list of alphabetical order of the names 
of all authors whose writings are published in this volume. Part III, 
the subject-matter index, is the heart of the entire index. This part 
opens with a list of subject-matter headings newly added in this 
volume. It is followed by the listing of articles in alphabetical order 
by title under the various subject headings. The subject-matter in- 
dex is followed by part IV, a list of all the writings in this volume in 
alphabetical order by title. 


All titles are indexed in alphabetical order by first important 
word in the title, excluding a, an, and the. 


In general, writings are listed under as many different subject- 
matter headings as possible. Assignment of writings to headings is 
based on the opinion of the editor and does not necessarily reflect 
the views of The Judge Advocate General's School, the Department 
of the Army, or any governmental agency. 
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INDEX FOR VOLUME 93 
I. INTRODUCTION 


This index follows the format of the cumulative indices which 
were published as volume 91 (winter 1981) and as volume 81 (sum- 
mer 1978) of the Military Law Review. Those indices are supple- 
mented in volume 92 (spring 1981) and succeeding volumes. 


The purpose of one-volume indices is threefold. First, the 
subject-matter headings under which writings are classifiable are 
identified. Readers can then easily go to other one-volume indices in 
this series, or to the cumulative indices, and discover what else has 
been published under the same headings. Second, new subject- 
matter headings are most easily added, volume by volume, as the 
need for them arises. Third, the volume indices are a means of 
starting the collection and organization of the entries which will 
eventually be used in other cumulative indices in the future. This 
will save much time and effort in the long term. 


This index is organized in five parts, of which this introduction is 
the first. Part II, below, is a list in alphabetical order of the names 
of all authors whose writings are published in this volume. Part III, 
the subject-matter index, is the heart of the entire index. This part 
opens with a list of subject-matter headings newly added in this 
volume. It is followed by the listing of articles in alphabetical order 
by title under the various subject headings. The subject matter 
index is followed by part IV, a list of all the writings in this volume 
in alphabetical order by title. 


The fifth and last part of the index is a book review index. The 
first part of this an alphabetical list of the names of all authors of 
the books and other publications which are the subjects of formal 
book reviews published in this volume. The second part of the book 
review index is an alphabetical list of all the reviews published 
herein, by book title, and also by review title when that differs from 
the book title. Excluded are items appearing in “Publications Re- 
ceived and Briefly Noted,” above, which has its own index. 


All titles are indexed in alphabetical order by first important 
word in the title, excluding, a, an, and the. 
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INDEX FOR VOLUME 94 


I. INTRODUCTION 


This index follows the format of the cumulative indices which 
were published as volume 91 (winter 1981) and as volume 81 (sum- 
mer 1978) of the Military Law Review. Those indices are supple- 
mented in volume 92 (spring 1981) and succeeding volumes. 


The purpose of one-volume indices is threefold. First, the 
subject-matter headings under which writings are classifiable are 
identified. Readers can then easily go to other one-volume indices in 
this series, or to the cumulative indices, and discover what else has 
been published under the same headings. Second, new subject- 
matter headings are most easily added, volume by volume, as the 
need for them arises. Third, the volume indices are a means of 
starting the collection and organization of the entries which will 
eventually be used in other cumulative indices in the future. This 
will save much time and effort in the long term. 


This index is organized in five parts, of which this introduction is 
the first. Part II, below, is a list in alphabetical order of the names 
of all authors whose writings are published in this volume. Part III, 
the subject-matter index, is the heart of the entire index. This part 
opens with a list of subject-matter headings newly added in this 
volume. It is followed by the listing of articles in alphabetical order 
by title under the various subject headings. The subject matter in- 
dex is followed by part IV, a list of all the writings in this volume in 
alphabetical order by title. 


The fifth and last part of the index is a book review index. The 
first part of this is an alphabetical list of the names of all authors of 
the books and other publications which are the subjects of formal 
book reviews published in this volume. The second part of the book 
review index is an alphabetical list of all the reviews published 
herein, by book title, and also by review title when that differs from 
the book title. Excluded are items appearing in “Publications Re- 
ceived and Briefly Noted,” above, which has its own index. 


All titles are indexed in alphabetical order by first important 
word in the title, excluding, a, an, and the. 
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In general, writings are listed under as many different subject- 
matter headings as possible. Assignment of writings to headings is 
based on the opinion of the editor and does not necessarily reflect 
the views of The Judge Advocate General’s School, the Department 
of the Army, or any governmental agency. 


Certain publications notes are included in this index. Most publi- 
cations notes do not have lasting value and are therefor not in- 
dexed. The notes now indexed all concern publications whose au- 
thors are or at some time in the past have served as judge 
advocates in one of the military services. These particular notes 
may consequently be of historical interest. (The first indexing of 
publications notes appears in volume 93, the summer 1981 issue.) 


Il. AUTHOR INDEX 


Alley, Wayne E., Brigadier General, Advocacy on Be- 
half of a Major Field Command: When it Begins, 
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and Criminal Law: Cooperation or Chaos, a review of 


a book by Harlow M. Huckabee ..............000000 94/153 
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Rehyansky, Joseph A., Major, Military Rules of Evi- 
dence Manual, a review of a book by Professor 
Stephen A. Saltzburg, Major Lee D. Schinasi, and 
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B. TITLES 
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Legal Aspects of Military Service in Ancient 
Mesopotamia, by Mr. Victor H. Mattews ............ 94/135 


ADMISSION OF EVIDENCE 
Lawyers, Psychiatrists, and Criminal Law: Cooperation 


or Chaos, a book by Harlow M. Huckabee, reviewed 
by Major Susan W. McMakin ........ccccecccencees 94/153 
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